Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Chief Officer 
1st Officer 

2nd Officer 
Ext 2nd Officer 
Radio Officer 
Purser 


Lincolnshire 


Gas Carrier - 31,296 cubic metres 


Spring 1972 


(29/04/1972) 


Captain Butler M.J 
Chief Eng Officer Jones R.M 





Butterworth A.D 


Coltman L.T.M 


Gosden D.W.F 2nd Eng Officer Hay W 
Roberts W.E 3rd Eng Officer Ratcliffe A.T 
Anderson K 4th Eng Officer Steinson T.J 
Kunze A.R 5th Eng Officer Palmer W.E 
Melia A Ext 5th Eng Officer Hanks W.R 
Miley D Electrical Officer 
Bosun Coleman E.B 
Cook Ritchie G 
2nd Steward Hughes R 
Autumn 1972 
(01/10/1972) 
Captain Gosden D.F.W 
Chief Eng Officer Hancock P.F 
McWilliam J.M 2nd Eng Officer Pinckney N 
Stafford T.S 3rd Eng Officer 
Williams J.H 4th Eng Officer Mather D.G 


Lambie |.M.B Ext 4th Eng Officer 
Burrows C.J 5th Eng Officer 
Standish R.F Electrical Officer 


Cook Ritchie R 
2nd Steward Hughes R 





Burden J 
Dias M.D 
Brown F.A 


Spring 1973 


(01/04/1973) 


Captain Anderson K 
Chief Eng Officer Griffith H.V 


Chief Officer McWilliam J.M 2nd Eng Officer McConnell R.J 
2nd Officer Creamer D.J 3rd Eng Officer Ratcliffe A.T 
Ext Chief Officer Wicks C 4th Eng Officer Hanks W.R 
3rd Officer Browning A.A Ext 4th Eng Officer Morton R 
Radio Officer Scorgie J 5th Eng Officer Akroyd C.M 
Purser Wilkinson J.F Electrical Officer McDonald F.G 
Autumn 1973 


(07/10/1973) 


Captain McLeod R.F 
Chief Eng Officer Findlay A 


Chief Officer McWilliam J.M Ext Chief Eng Officer MacDonald D.J 
2nd Officer Addinall J 2nd Eng Officer Blaxland M 
Ext Chief Officer Pilcher R 3rd Eng Officer Harris J 
Deck Cadet Blaasse J 4th Eng Officer Kinnear D.W 
Radio Officer MacLeod D.A Ext 4th Eng Officer Meehan J.F 
Purser Standish R.F Jnr Eng Officer Eaton J.W 


Electrical Officer Lewis D.S 


Chief Officer Stafford T.S 
2nd Officer Corcoran J.A 
3rd Officer Williams P.G 

Radio Officer Hopwood W.S 

Purser Heaslip G 


Kunze A.R 
Addinall J 
Galbraith M.J 


Act Chief Officer 
2nd Officer 

Uncert 3rd Officer 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Waller R.A 
Hay |.D 
Morris G 


Mortensen A.R 


Winter 1973 


(19/02/1974) 


Captain Hughes (m) P 
Chief Eng Officer Findlay A 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Engineer Cadet 
Electrical Officer 
2nd Elect Officer 


Summer 1974 


(18/09/1974) 


Mcintyre P.A 
Lambert P.W 
Marsden R 
Lowes W.J 
Steel E.P 
Shaw P.H 
McCullough D 


Captain Hughes T 
Chief Eng Officer Smith M.D 


2nd Eng Officer 

3rd Eng Officer 

4th Eng Officer 

Ext 4th Eng Officer 
Jnr Eng Officer 

Jnr Eng Officer 
Electrical Officer 
Trainee Elect Officer 


C.P.O0 Connor W 
Cook Feeney W 
Storekeeper Warling J.H 


Blaxland M 
Bauchop L.D 
Willoughby B 
Carrahar S 
Cave P.W 
Pickup R.W 
McCullough D 
Brown G 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 
Ext Chief Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Mortensen A.R 


Winter 1974 


(01/03/1975) 


Captain Donnellan M.T 
Chief Eng Officer Kelly P.A 
2nd Eng Officer Kirchin F.R 
Ext 2nd Eng Officer Chalker P 
3rd Eng Officer Slater M 
4th Eng Officer Hardy J 
5th Eng Officer Hotham K 
Ext 5th Eng Officer Barklie N.M 
Jnr Eng Officer O'Connell D.N 
Electrical Officer Holt G 
C.P.0 Brown T 
Cook Traynor F 


Storekeeper Bond R 


Summer 1975 


(19/09/1975) 


Captain Carlise H.E 
Chief Eng Officer Hesketh C.S 
2nd Eng Officer Hay W 
3rd Eng Officer Van Bergen J.J 
4th Eng Officer Williams R 
Ext 4th Eng Officer Hotham K 
5th Eng Officer Watson L.A 
Jnr Eng Officer Hudson C 
Electrical Officer Shaw P.H 
C.P.O Dick J.C 
Cook Rushton M.D 


Storekeeper Dodgson P 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
1st Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Winter 1975 


(16/02/1976) 


Captain Stafford T.S 
Chief Eng Officer Kelly P.A 





Middleton R.C 2nd Eng Officer Moorhouse F 
Singh D 3rd Eng Officer Good N.P.D 
Blacklock M.T Ext 3rd Eng Officer Jones D.H 
Wheatley A 4th Eng Officer Inman J.R 
Marsh C.H 5th Eng Officer Sillars R.M 
Hughes R.R Jnr Eng Officer Corcoran F.M 
Mackenzie A Electrical Officer Sutherland K 

C.P.O Hale D.J 

Cook Rasmussen K.O 

Storekeeper O'Connor J.B 
Summer 1976 
(10/09/1976) 
Captain Wicks C 
Chief Eng Officer Crook W 

Corcoran J.A 2nd Eng Officer Burden J.S 
Lambie |.M.B 3rd Eng Officer Van Bergen J.J 
Poynder A.J.L 4th Eng Officer Edmunds A.N 
Southward J Ext 4th Eng Officer Hutchinson G 
Cooke R.F 5th Eng Officer Lancaster P.J 
Brading T.M Cadet Act Jnr Eng Officer Grattidge A.P 
Ferry W.J Electrical Officer Brown G 
While F 


C.P.0 Schofield R.T 
Cook DaweH 
Storekeeper Ball J.H 


Staff Captain 
Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Winter 1976 


(23/02/1977) 


Captain Owen H.R 
Chief Eng Officer Mcintyre P.A 





Nisbet M.R 2nd Eng Officer Turner W.G 
Addinall J 3rd Eng Officer Austen S.J.S 
Eglington C.W 4th Eng Officer Hulme K 
Penry G.N Ext 4th Eng Officer Pascoe S.R 
Bousefield D 5th Eng Officer Sowerbutts M.T 
Raymond W.D Jnr Eng Officer McGinn J 
Hooper T.L Electrical Officer Parkin N.J 
Fell A.E 
Levell R 

C.P.O0 Lloyd E.M 

Cook Wilson H 

Storekeeper Rees W 
Autumn 1977 
(13/10/1977) 
Captain Carlise H.E 
Chief Eng Officer Rowe A 

Wright L.M 2nd Eng Officer Turner W.G 
Kenyon P.R.H 3rd Eng Officer Good N.P.D 
Jeffrey R.C 4th Eng Officer Seel R.V 
Cunningham D.J Ext 4th Eng Officer Harrison P 
Box D.G 5th Eng Officer Cook A 
Sladovich B Jnr Eng Officer Wylde C 
Backes N Electrical Officer Stobbart D 
Cunnison A.J 
Buckley W 


C.P.0 McNicholl W.H 
Cook TaylorA 
Storekeeper Buck E 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Staff Captain 
Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Winter 1977 


(15/03/1978) 


Captain Edwards R.A.F 
Chief Eng Officer Twamley D.G 


Greenhalgh A 2nd Eng Officer Tetlow D.R 
Cunningham D.J Cargo Engineer Hallam G.| 
Eglington C.W 3rd Eng Officer Inman J.R 
Nield R.T 4th Eng Officer Sowerbutts M.T 
Faulkner B Jnr Eng Officer Snary P.W 
Chadwick D.H Jnr Eng Officer Jones R.C 
Senior Elect Officer McGarrigle K 
C.P.0 McNicholl W.H 
Cook TaylorA 
Storekeeper Cunningham W 
Autumn 1978 
(27/09/1978) 
Captain Horn M.J 
Chief Eng Officer Rowe A 
Reeves M.M 2nd Eng Officer Carr D 
Greenhalgh A Cargo Engineer Slater M 
Bhandara J.B 3rd Eng Officer Holt D 
Bindon P.J Ath Eng Officer Carter A.P 
Cooke R.F Jnr Eng Officer Emmins C 
Palethorpe J.G Jnr Eng Officer Houston D.A 
Chadwick D.H Electrical Officer Hall J.L 
Electrical Officer Parkin N.J 


C.P.0 Hughes M 
Cook Jones C.J 
Storekeeper Bond R 





Chief Officer 
1st Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
1st Officer 

2nd Officer 
Ext 2nd Officer 
3rd Officer 
Radio Officer 
Purser 


Spring 1979 


(30/04/1979) 


Captain Edwards R.A.F 
Chief Eng Officer Paul J.J 


Corcoran J.A 2nd Eng Officer 
Singh D Cargo Engineer 
Cunningham D.J 3rd Eng Officer 
Head G.R 4th Eng Officer 
Hillier C Ext 4th Eng Officer 
Lynn L.T Jnr Eng Officer 
Barraclough J Electrical Officer 


C.P.0 Hale D.J 
Cook Frapwell K.G.A 
Storekeeper Bull R 





Autumn 1979 


(26/09/1979) 


Webster A.D.C 
Slater M 
Sowerbutts M.T 
Carter A.P 
Steel E.P 
Ridyard D.M 
Meacock R.N 


Captain Creamer D.J 
Chief Eng Officer Twamley D.G 


Baker A.R 2nd Eng Officer 
Avenall D Cargo Engineer 
Taylor R.W 3rd Eng Officer 
Gillett R.B 4th Eng Officer 
Box D.G Jnr Eng Officer 
Valentine G.K Engineer Cadet 
Hamer E Engineer Cadet 


Electrical Officer 
C.P.0 Hughes K 
Cook MacConnell T 


Packer C.R 
Patterson F.H 
Stanton T.H 
Hulme K 
Williams N.H 
Rowse D.F 
Mackie A.J 
Parkin N.J 


Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
Ext 2nd Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Spring 1980 


Captain Bytheway P.S 


Chief Eng Officer Twamley D.G 


Avenall D 2nd Eng Officer Nesbitt D.A 
Marsh C.H Cargo Engineer McFadden J.P 
Allison J.K 3rd Eng Officer Coulson G.A 
Bousfield D 4th Eng Officer Phillips C.J 
Singleton G.H Engineer Cadet Adams T.B 
Foley B.J Engineer Cadet Walker F 
Maskell T.G Electrical Officer Parkin N.J 


Trainee Elect Officer Johnson A.D 
C.P.0 Hale D.J 
Cook Haigh F.D 


Summer 1980 


(18/09/1980) 


Captain Edwards R.A.F 
Chief Eng Officer Paul J.J 


Marsh C.H 2nd Eng Officer Austen S.J.S 
Thelwell A.G Cargo Engineer Patterson F.H 
Hodgson R 3rd Eng Officer Taylor R.B 
Hind S 4th Eng Officer Quirk R.A 
Holgate R.A Jnr Eng Officer Youngs A.J 
Valentine G.K Jnr Eng Officer Duffy A.Q 
Chadwick D.H Engineer Cadet Nelligan D.J 
Electrical Officer Errington C 


C.P.0 Morrison R 
Cook Jones C.J 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Spring 1981 


(21/05/1981) 


Captain Edwards R.A.F 
Chief Eng Officer Mcintyre P.A 


Singh D 2nd Eng Officer Webster A.D.C 
Gillett R.B Cargo Engineer Patterson F.H 
Williams P.G 3rd Eng Officer Haggerston A 
Smith A.G 4th Eng Officer Charlton T 
Hobson S.M Jnr Eng Officer Pascoe R.G 
Molloy J.M Jnr Eng Officer Ford S.J.F 
Stanway P Engineer Cadet Dyson G.M 
Kennedy J.R Electrical Officer Parkin N.J 

C.P.O Carter R.A 

Cook Jones C.J 

Storekeeper Kelly J 
Autumn 1981 
(21/10/1981) 
Captain Allison J.K 
Chief Eng Officer Twamley D.G 

Williams P.G 2nd Eng Officer Tetlow D.R 
McLaughlin T.F Cargo Engineer Slater M 
Askew R.P 3rd Eng Officer Ramsey A.V 
Morgan D.C 4th Eng Officer Johnson H.C 
Jones M.A Engineer Cadet Spiller J.P 
Bolton-Heaton C.L Engineer Cadet Edwards A.J 
Thompson P Electrical Officer Stamper A.D 


C.P.0 Morrison R 
Cook Haigh F.D 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Radio Officer 

Purser 


Spring 1982 


(06/04/1982) 


Captain Allison J.K 


Chief Eng Officer Mcintyre P.A 


Malpass N.H 2nd Eng Officer McConnell R.J 
Head G.R Cargo Engineer Hotham K.H 
McGrath D.M.E 3rd Eng Officer Holt D 
Stephens A.D 4th Eng Officer Powell A.K 
Thornely G Jnr Eng Officer Hyde P.J 
Clifton A.M Jnr Eng Officer Lambton C 
Smith K.D Electrical Officer Boughton R 
Blackhurst D 
C.P.O Carter R.A 
Cook MacConnell T 
Storekeeper McGarry J 
Autumn 1982 
(27/09/1982) 
Captain Thomas C.O 
Chief Eng Officer McIntyre P.A 
Hodgson R 2nd Eng Officer Tetlow D.R 
Kitchen S.J Cargo Engineer Patterson F.H 
Gordon |.D 3rd Eng Officer Fairhurst F.W 
Boltonheaton C.L 4th Eng Officer Hulley P.G 
Oates J.W Jnr Eng Officer Macfarlane D.P.C 
Engineer Cadet Eades R 
Engineer Cadet Stark P.E 
Electrical Officer Le Marchand A.G 
C.P.O DanilyA 


Cook Sedgwick M 


Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Spring 1983 


(22/04/1983) 


Captain Thomas C.O 
Chief Eng Officer Mcintyre P.A 


Court R.J 2nd Eng Officer Smith J.M 
Harvey S Cargo Engineer Hotham K.H 
Hughes J.R 3rd Eng Officer Ramsey A.V 
Gordon 1.D 4th Eng Officer Pegler |.F 
Jones M.A Jnr Eng Officer Davis P.E 
Valentine G.K Engineer Cadet Keighley A.J 
Chadwick D.H Engineer Cadet Jones M.1 
Electrical Officer Rogers D 
C.P.O Carter R.A 
Cook Eley M.B 
Storekeeper Kelly J 
Autumn 1983 
(21/10/1983) 
Captain Allison J.K 
Chief Eng Officer Hutton R.A 

Hodgson R 2nd Eng Officer O'Brien T.H 
Gaukrodger C.S Cargo Engineer Olson S 
Walker S.L.J 3rd Eng Officer Nicholson | 
Kelly F.J.C 4th Eng Officer Andrew C.S 
Simpson G.J Jnr Eng Officer Salt S.D 
McNeil R Engineer Cadet Walton J.J 


Engineer Cadet Pawson N.W 
Electrical Officer Meacock R.N 
C.P.0 TunnaL.H 
Cook Critchley A.S 
Storekeeper Cunningham W 


Spring 1984 


(13/04/1984) 


Captain Allison J.K 
Chief Eng Officer Smith M.D 


Chief Officer Holcombe B 2nd Eng Officer Wilburn R.M 
2nd Officer Foster S Cargo Engineer Slater M 
Ext Chief Officer Corlett R.M 3rd Eng Officer Charlton T 
3rd Officer Kelly F.J.C 4th Eng Officer Hassall C.M 
Deck Cadet Woodcock H.D Jnr Eng Officer Edwards A.J 
Deck Cadet Drew J.D Electrical Officer Dunn R.B 


Deck Cadet Jones M.A 
Radio Officer Dews P.A 
Purser McNeil R 
C.P.0 Birkenhead T 
Cook HomanL.M 
Storekeeper Danily A 





